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the connecting rod AB is 125 in. long. How far has the center B of the cross-head moved from its head end dead center position B\ when the crank pin is midway between C and Dt
14. Given a J-^-in. .steel plate with the shape as shown in Fig. 174. Find its area in sq. in. and its weight if steel weighs .28 Ib. per cu. in.
i(i.  174.
16. Given a %-in. steel plate as shown in Fig. 175 with its longest side 80 in. and width 40 in. Kind the non-parallel sides, its area in sq. in., and its weight.